German Gov. report confirms COVID Vaccinated DID 
develop AIDS in Jan. 2022 as predicted; causing a 276% 
increase on deaths in 2020 with shocking 102k Excess 
Deaths in 2022 
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Official Data shows Germany suffered over 102k excess deaths in 2022, a 276% 
increase on excess deaths recorded in the year 2020, the alleged height of the Covid- 
19 pandemic, and prior to the emergency use authorisation of Covid-19 injections. 


Does this prove that the COVID Vaccinated did go on to develop Acquired Immune 
Deficiency Syndrome as predicted in an official report published by the ‘Robert Koch 
Institut? 
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Kf BREAKING NEWS 


Let’s not lose touch... Your Government and Big Tech are actively trying to censor the 
information reported by The Exposé to serve their own needs. Subscribe now to 
make sure you receive the latest uncensored news in your inbox... 


As the German government published data in January 2022, concerns about the 
effectiveness of the COVID-19 vaccine began to rise. 
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Wéchentlicher COVID-19-Lagebericht vom 30.12.2021 Ea 


Klinisch-epidemiologische Daten 


Zu den im Meldesystem vorliegenden Omikronfallen sind zum Teil Zusatzinformationen bekannt. Für 
6.788 Fälle wurden Angaben zu den Symptomen übermittelt, es wurden überwiegend keine oder 
milde Symptome angegeben. Am häufigsten wurde von Patientinnen und Patienten mit Symptomen 
Schnupfen (54 %), Husten (57 %) und Halsschmerzen (39 %) genannt. 124 Patientinnen und Patienten 
wurden hospitalisiert, vier Person sind verstorben. Für 543 (5 %) Fälle wurde eine Exposition im Aus- 
land angegeben. 186 Patientinnen und Patienten waren ungeimpft, 4.020 waren vollständig geimpft, 
von diesen wurde für 1.137 eine Auffrischimpfung angegeben. Auf Basis der übermittelten Daten 
wurden unter allen übermittelten Omikron-Infektionen 148 Reinfektionen ermittelt, zu keiner der 
von Reinfektion betroffenen Person wurden Vorerkrankungen übermittelt. Abbildung 9 zeigt die Ver- 
teilung der bisher übermittelten Omikronfälle in Deutschland. In allen Bundesländern wurden Omik- 
ronfälle nachgewiesen. 


Source 


The data suggested that most of the individuals who had been fully vaccinated would 


month. 


Furthermore, the data confirmed that the immune systems of the fully vaccinated had already 
degraded to an average of minus 87%. 


Translation 


“Additional information is known to some extent for the Omikron cases in the reporting system. for 
6,788 cases were provided with information on the symptoms, mostly none or mild symptoms 
indicated. It was most common by patients with symptoms 

Runny nose (54%), cough (57%) and sore throat (39%) mentioned. 124 patients were hospitalized, 
four people died. Exposure abroad was reported for 543 (5%) cases. 186 patients were unvaccinated, 
4,020 were fully vaccinated, of these, a booster vaccination was reported for 1,137. On the basis of the 
transmitted data 148 reinfections were found among all transmitted Omicron infections, none of them 
Previous illnesses were reported to the person affected by reinfection. Figure 9 shows the distribution 
of the Omikron cases reported so far in Germany. Omicron cases have been detected in all federal 
states.” 


e 186 unvaccinated cases 

e 2,883 double vaccinated cases 
e 1,137 triple vaccinated cases 

+ 4,020 fully vaccinated cases 


In Germany at the time, 70.53% were fully vaccinated, 2.97% were partially vaccinated and 
26.5% were unvaccinated- https://ourworldindata.org/covid-vaccinations 


So the unvaccinated had 186 cases out of 26.5% of the population. While the fully 
vaccinated had 4020 cases out of 70.53% of the population. 


So the vaccinated Omicron case incidence was 57 per 1 per cent of the population (830,000 
is 1% of the 83 million German population) 

While the unvaccinated Omicron case incidence was just 7.02 per 1 per cent of the 
population. 


So the vaccinated were (57.0/7.02 =) 8.12x more likely to be infected with Omicron than the 
unvaccinated in Germany. 
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German Omicron Case Rates per % of Population - RKI Dec 30 


Unvaxxed Fully vaxxed 


The Koch Institut failed to produce its normal vaccine effectiveness table in its December 30 
weekly report. 


Vaccine effectiveness isn’t really a measure of a vaccine, it is a measure of a vaccine 
recipient’s immune system performance compared to the immune system performance of an 
unvaccinated person. 


Vaccines allegedly help develop immunity by imitating an infection. Once the imitation 
infection induced by the vaccine goes away, the body is left with a supply of “memory” t-cells 
and antibodies that will remember how to fight that disease in the future. 


So, when the authorities state that the effectiveness of the vaccines weakens over time, what 
they really mean is that the performance of your immune system weakens over time. 


Thankfully, we were able to help the Germans out with the information The Koch Institut 
failed to produce by simply doing the calculation for them using Pfizer’s vaccine 
effectiveness formula. 


Vaccine effectiveness = immune system effectiveness = (1-8.12)/8.12 = -7.12/8.12 = minus- 
87.7%. 


Therefore, at the beginning of January 2022, fully vaccinated Germans had an 87.7% lower 
immune response than the unvaccinated had to Omicron. 
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This means that the average German was down to the last 12.3% of his or her immune 
system for fighting certain classes of viruses and certain cancers etc. etc. 


Panic among the Government of Germany 


Further analysis showed that the average fully vaccinated German would reach minus-100% 
immune system degradation by the end of January 2022. 


As the data and death tolls continued to cause public concern, the German government 
found itself under pressure to address the situation. 


In an effort to quell the growing unrest, the government announced at the end of January that 
the initial data had been “incorrect” and that there had been a “mistake” in the analysis. They 
claimed that the fully vaccinated individuals were not at risk of developing AIDS and that the 
immune systems of the fully vaccinated had not degraded to an average of minus 87%. 


However, many were sceptical of these claims and accused the government of attempting to 
cover up the truth. Critics pointed out that the sudden alteration of the data without any clear 
explanation or transparency raised suspicions of a cover-up. 
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Despite the German government's efforts to reassure the public, the damage had already 
been done. The incident had shaken public trust in the government and the pharmaceutical 
industry, and many were left wondering what the true impact of Covid-19 vaccination really 
was. 


As the weeks passed, the situation in Germany continued to worsen. 


According to official German Government data, by week 49 of 2022, the country had suffered 
over 102,000 excess deaths, a staggering increase from the 27,291.6 excess deaths 
reported by week 49 of 2020. 


This represented a 276% increase in excess deaths in 2022, despite the roll-out of a vaccine 
that was supposed to lower deaths due to the alleged Covid-19 pandemic. 


5/8 


Excess Deaths in Germany, 2020 (Wk 1 to Wk 49) + 
2021 (Wk 1 to Wk 49) + 2022 (Wk 1 to Wk 49) 


Source: EuroMOMO / OECD / German Government 
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These figures alone should make the public question whether the vaccine had had the 


opposite effect and if fully vaccinated Germans did indeed develop AIDS by the end of 
January 2022. 


The government and pharmaceutical companies will of course continue to deny any 
responsibility and insist that the vaccine is safe and effective. 


However, this data proves that you must remain sceptical and continue to demand further 
research and investigations into the consequences of issuing an experimental mRNA gene 
therapy to millions of people for the first time, and numerous times. 


Because as the death toll continues to rise, it has become clear that something is not right 
and that the true impact of the Covid-19 injections needs to be fully understood. 


If Covid-19 injections causing acquired immunodeficiency syndrome in early 2022 are not to 
blame for Germany recording a 276% increase in excess deaths in 2022 compared to 2020, 
then the German government needs to explain to the public what on earth is. 


Subscribe now to make sure you receive the latest uncensored news in your inbox... 


WE URGENTLY NEED YOUR HELP... 


We’re not funded by the Government 


behalf like the mainstream media. 
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A Follow Daily Expose on Telegram 
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What you need to know about Agenda 2030 and the Fourth Industrial Revolution 
What do Ethiopia, Ukraine and Marxism have in common? 
When Vaccines meet Science Fiction 


4 Follow Daily Expose on Telegram 
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